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materials. Ventilation is readily controlled by means of a flap as shown in the sectional view, no painting is necessary and there are no parts which are likely to be affected by rust.
Divisions and Yokes
Divisions of wood, concrete, or slate are often found in old cowsheds, the usual number being one division to every two cows. Wood should on no account be used. If this type of stall is used in conjunction with concrete floors, that portion of the wood in contact with the floor will absorb moisture, causing the material to swell. As the woodwork ages it contracts, leaving a crevice between the division and concrete which almost invariably becomes filled with filth. The woodwork eventually rots and requires replacement. Wooden stalls also harbour vermin and encourage disease.
Concrete or slate divisions are preferable to those constructed of

wood,  but  they possess the disadvantage of ob-r
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FIG. 40.    Cowshed showing Solid Reinforced Concrete Divisions.